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was the very home of peace and domestic happiness. Her
husband, who had been in the army, had become Colonel
of a Militia regiment. His regiment was quartered at the
Tower when the cholera broke out, and he thought it his
duty to go and sleep there for a few nights to encourage
his men. He was suddenly seized with cholera and was
taken to Lord Palmerston's house where he died. Her
eldest daughter was severely burnt in the neck, and a
few years afterwards died unmarried. Her next daughter,
Edith, who married Lord Sudely, also died young. The
next to die was my poor little god-child, Frederick* Last
of all her eldest son Lord Roden was struck down by a
fatal illness and she herself died in less than three months
afterwards.

c It was a great tragedy/